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BOMBAY FOR USAEC SCIREP J.J. PINAJIAN 

E.O. 11652: N/A 
TAGS: TECH, IN 

SUBJ: TARAPUR HYDRAULIC SYSTEM TURBINE CONTROL 
REF: BOMBAY 1638 

SKOVHOLT, USAEC, TALKED WITH REPRESENTATIVE GE, SAN JOSE. 
UNDERSTAND SOME FAILURES HAVE OCCURRED IN HYDRAULIC SYSTEM 
TURBINE CONTROLS IN OTHER REACTORS, BUT THESE FAILURES HAVEN'T 
POSED ANY SIGNIFICANT PROBLEM. ALSO ADVISED THAT GEORGE 
TORIYAMA, GE SPECIALIST THIS AREA OF TECHNOLOGY, ARRIVED 
INDIA LAST THURSDAY AND ACTIVELY ENGAGED IN TRYING TO 
RESOLVE PROBLEM. AEC BELIEVES GE SPECIALIST BEST PERSON 
TO HELP DAE. ROGERS 
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